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‘MEETING IN DDS CONFERENCE ROOM 


' SUBJECT: New NPIC Building 


PURPOSE: ; 


* 


To prepare the justification for a new NPIC Building.. DD/S with concurrence 
of DD/I to submit the justification to the DCI in support of requested approval to 
construct the necessary structure(s). ; 


PARTICIPANTS: 


25X1A9a_ 


PRESENTATION: 


1. Background of Requirement for Special Purpose Facilities 

2. Budge Programming for A&E and Construction 

3. Cost Tabulation of A&E and Construction 

4, PL 86-249: potential conflict between the Agency's statuatory powers 
_and those granted the Public Buildings Administration under PL 86-249 


ITEMS TO BE INCLUDED IN PAPER OF JUSTIFICATION: 
25X1A9a — are 
25X1A9a 1. Power augmentation requirements i’ 
25X1A9a _> 2, —Mibration problem iii iy 
25X1A9a 3. Security iii 
25X1A94 s,s Neighborhood 
25X1A9a 5. Parking 
25X1AQ9a: 6. Light tables 
* 95X1A9a 7, Water extraction from sub-soil/shifting of 


8. Equipment obsclescenc 
25X1A9a 9, Communication; problem of separation i’ 


10. Requirements due to state-of-the-art changes 
Re 11. Changing PI demands for power, air conditioning and more people 


* a5x1Aga «12 Affinity of NPIC | 25X1D 


25X1D 13. [EEE NPIC marriage of functions 


» 


Approved For ia rs a aaa 
334 


q 
tiag 


fy pus 
i] 


